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Message Text 


LIMITED OFFICIAL USE FRANKFURT 6007 

GENEVA AND STOCKHOLM EOR RSO, SECSTATE FOR A/SY/OPS/T FROM 
AOIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: WALK-THRU METAL DETECTORS FOR STOCKHLM AND GOTEBORG 

REE: A) STATE 189037 (NOTAL) 

B) CROSHER/HANREHAN TELECON 27 JULY 78 

1. RSO STOCKHOLM REQUESTS INTEX WALK-THRU METAL DETECTORS FOR 
STOCKHOLM AND GOTEBORG. 

2. REF A ADVISES INTEX WALK-THRU METAL DETECTORS SENT TO 
GENEVA AND ZURICH. RSO GENEVA (VIA REE B) ADVISES RTC THAT 
THESE POSTS ELECT NOT TO INSTALL SAID METAL DETECTORS. 

3. RTC REQUEST A/SY/OPS/T APPROVAL EOR RSO GENEVA TO FORWARD 
UNITS TO STOCKHOLM AND GOTEBORG.LEHMANN 
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